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ADDITIONS TO EQUIPMENT LIST F 


SLOE FOR SYSTEMS 1 and 3 


MP . ESTIMATED NO. OF ESTIMATED 
NUMBER, NOMENCLATURE UNIT COST UNITS. AMOUNT 
10667 Junction Box, System 3 $ 360.00 1 $ 360.00 
11806 Cable Assembly, Bench Test 

(Ww 1511) 53.00 1 53.00 
LOLTL Cable, System 3 (W 1501) 52.00 1 52.00 
10196 Cable, Antenna (W 1502) 14.00 1 14.00 
10806 Cable, Power (W 1506) 51.00 a 51.00 
10929 Cable, B Unit (w 1504) 40.50 1 40.50 
11023 Panel Test, System 3 200.00 1 200.00 
10439 . Kit, Tool, System 3 10.00 3 30.00 
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